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Bare 12 Clon, 
CIBOTIUM FERNS, K KENTIA PALMS 
JOSEPH HEACOCK COM COMPANY, Wyncote, Pa. 


KENTIA BELMOREANA 
Made up, 4 plants in pot 

5-in. pot 20-22 in. high $1.50 

6-in. pot 28-32 in. high 2.50 


KENTIA FORSTERIANA 


Made up, 4 plants in tub 
§-in. pot 20-24 in. high 1.50 
7-in. tub 36-38 in. high 3.50 
7-in. tub 40-42 in. high 4.50 
8-in. tub 44-48 in. high 6.00 
8-in. tub 48-54 in. high 7.00 


CIBOTIUM SCHIEDEI 
9-in. tub 43-5ft.spread 6.00 


Terms: 2% 10 days, cash 60 days where credit is established. Otherwise Cash with Order, less 2 % 





To reach our Greenhouses from Philadelphia go north on Broad Street to end, turn left for 
exactly 1 mile, turn right on Washington Lane, go 1.3 miles and turn left 1 block. 
SPRING, 1941 
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